INDEX TO VOL. XXVII 


(including ACRL News issues) 


Prepared by Richard Schimmelpfeng 


appt. 
cat.(s) 
coll. 


ed. 
L(s), In.(s) 


port. 
ref. 
rev. 


s (before page numbers) 


univ. 


ABBREVIATIONS 


Standard abbreviations for names of organizations, ALA, ACRL, 
LC, etc., are alphabetized as if spelled out. Other abbreviations: 


—appointment 
—catalog(s) 
—college 


—portrait 
—reference 
—review (er) 


—university 


—editor, edition 
—library (ies), librarian(s) 


—ACRL News issues 


A 


Abbott, John C., rev., 318 
“Academic Is. using the LC clas- 
sification McGaw, 
comp., 31- 
Acquisitions, 59; s4; s32; s55; 
s71; s87; s137; s154 
The Administration of Academic 
Affairs in Higher Education, 
Williams, rev. of, 40-41 
Advisory Committee on L. Re- 
search and Training, s103 
Advisory Council on Coll. L. Re- 
sources, s90 
Alphabetical Subject Indication 
of Information, Metcalfe, rev. 
234-36 
“ALA awards nominations,” s174 
ALA, National Statistics 
ordinating Project, 19-22 
“The application of 
services and techniques to the 
. L,” DeHart, 130-33, 152 
intments, 68-72; s8-10; s36- 
7; ; s92-94; s143-45; 


i. Richard, ed., Rare 
Book Collections, Fev. of, 42 
“The art ref. 1 Cummings, 
201-06; corrigenda, 411 
“Assessing the undergraduates’ 
use of the univ. 1,” Lane, 


277- 


ACRL, ‘Audio-Visual Committee, 


s90 

ACRL, Board of Directors, meet- 
ing, January 24-25, 1966, 
brief of minutes, 147-52; meet- 
ing, July 11, 14, 1966, brief 
of minutes, 3104-08; “State- 
ment of service to lL. users,” 
$21-22 

ACRL, Constitution and bylaws, 
July 1965, s51-54; July 1966, 
s134-36 

ACRL, Executive Secretary, let- 
ter, s126-28 
ACRL grants, 56-58; s109; s149 

“ACRL in New York, ” 583-83 

ACRL meeting, New York, July 
12-14, 1966, announcement, 
345-50; s68; Midwinter sched- 
ule, 3175-76 

ACRL Microcard Series, abstracts 
of titles, s29-31 

ACRL officers, 1966/67, s85-86; 
s152-53 


ACRL officers (nominees) 1966/ 
67, s22-23 

ACRL President, memorandum on 
report, July 1966, 


6-6 

ACRL, Subject Specialists Sec- 
tion, ition for division sta- 
tus, s110-12 

ARL, meeting, Chicago, Jan. 
1966, brief of minutes, s24-28; 
New York, July 9, 1966, 
brief of minutes, 5129-33 

Association of Re- 
search Ls., meetin Sept. 
1965, brief ‘of minutes, 52-53 

Atherton, Pauline, ed., Classifica- 
tion Research, rev. ae 492 

Australian Univ. Ls.: Today and 
Tomorrow, Bryan, rev. of, 320 

5-12; 13-18; 23-30, 

283-86, 290; 358-88; 464- 


69° 
Axford, H. William, 
port., 
B 


George M., “From the 
L_ Executive Secretary,” 


appt. & 


Bailey, 
ACR 
3126-28 

— Stuart, appt. & port., 63- 


Balay, Robert, “An inexpensive 
information retrieval system 
using coordination of terms 
~ edge-notched cards,” 464- 


Bellmann, Renate, ed., Hand- 
buch ‘der  Bibliothekswissen- 
a. Registerband, rev. of, 


Dan, “Implications of 
systems theory for 
and higher 


Bibliogrephical Control and Ser- 

vice, Stokes, rev. of, 407 
Bloomfield, Masse, “The writing 

habits of Ins.,”” 109-19 
“Book selection—from 

coll. to univ. 

Cooklock, 54, 232 
Bowman, Ben C., appt., s7 
Bregzis, Ritvars, rev., 234-36 
Brooks, Hallie Beachem ed., The 

Role of the L. in improving 

we) in the South, rev. 

o 
The Brothers Harper, Exman, rev. 

of, 143-44 


Bergen, 
eneral 
inshi 


179 


Brown, Helen M., ACRL Presi- 
dent’s report, 366-67 

Bryan, Harrison, Australian Univ. 
Ls.: | and Tomorrow, 


320 

60-61; s32-33; s56; 

9; 9137-98; s155 
“Conflict in 


rev. of, 


gram at 
in a univ. 1,” 191-9. 


Cc 


Chicorel, Marietta, 
standards for co 
Is.,”” 19-22, 51 
“Choose membership in ACRL,” 
Stokes, s173-74 

“Church historical collections in 


colls.,”” Luesing, 


“Statistics and 
ll. and univ. 


Clapp, Verner W., “Quantitative 
criteria for adequacy of aca- 
demic 1. collections’’ (v. 26: 
371-80), corrigenda, 72 

Clarke, Haydee Garcia, “Repeat 

cles,” of journal arti- 

cles,” 

Clarke, Jack A., “Book selection 
—from teachers coll. to univ., 
222-24, 23 

Clarke, Robot F. at photo- 
copying of articles,” 


“Classification_evaluation of pro- 
fessional In. itions | in the 
Univ. of Michigan L.,” Tomp- 
kins, 175-84 

Classification Research, Atherton, 


The Coming Age of Information 
Slamecka,__ ed., 
rev. of, 234-36 

The Community Coll. L.: a Plan 
Wheeler, rev. of, 


“Community coll. 1 1965,” 
Wheeler, 395-97 

Computer é Information Sciences, 
Tou and Wilcox, eds., rev. of, 
145-46 


i an 
4 
= 
J 
1 
| 
Burt Robert E., rev., 410 
ana 
pe- 
3 
liberal arts 
291-303, 317 
on 
| 
ed., rev. of, 492 Aare 
; Cohen, Joseph W., ed., The a 
Superior Student in American oie 
Higher Education, rev. of, 
= 


Conant, Ralph W., ed., The 
Public L. and the City, rev. 
of, 407-08 

Conference ot Eastern Coll. Lns., 
5ist, 1965, 54-55; 52d, 1966, 
announcement, s151 

“Conflict in I|s.,” Bundy, 253-62 

Cooklock, Richard M., “Book 
selection—from teachers coll. 
to univ. 2 , 232 

Copeland, "Alice T., 
journals as current book se 
tion guides,” 445-60 

Cummings, Frederick, “The art 
ref. 1,” 201-06; corrigenda, 


1 
Custer, Benjamin A., rev., 492 


D 


Dawson, M., too aca- 
demic,” -39, rev., 408- 
09 

Deale, H. Vail, “Lnship in Iran,” 
461-63 

DeHart, Florence, “The applica- 
tion of special 1. services and 
techniques to the coll. 1,” 
130-33, 152 

“The distance to a star: subject 
measurement of the L. of Con- 
gress and Univ. of Florida 
collections,” Kebabian, 267-70 

“Doctorial programs and |. re- 
sources,” Downs, 123-29, 141 

Doerrer, David H., “ ‘Overtime’ 
and academic In.,” 194- 
200, 

Mary Jane, “L, 
school _ instructor evaluation,” 


Downs, Robert B., “Doctoral 
rograms and |. resources,” 
723-29, 141; Resources of 
North Carolina Ls., rev. of, 43 

Dunlap, Connie, rev., 142-43 

Dunn, 0. C., The Past and Like- 
ly Future of 58 Research Ls 
1951-1980: a Statistical Study 
of Growth and Change, rev. 
of, 319-20 

Dyke, James P., appt. & port., 
sl118 


E 


EDUCOM, s125 

Eshelman, William R., appt. & 
port., s35-36; rev., 409-10 

“Evaluation of systems by com- 
parison testing,” Lancaster, 
219-21 

Exman, Eugene, The Brothers 
Harper, rev. of, 143-44 


F 


Filderman, Marilyn, “Some char- 
acteristics of successful alum- 
ni,” 225-26, 238-39 

Focus on Information and Com- 
munication, Kyle, ed., rev. of, 
144-45 

Forsyth, “L. technicians 
at Drexel,” 120-22 

Forth, Stuart, appt. “& port., 64- 
65; rev., 488 

Foskett, D. J., rev., 142 


G 


Galvin, Thomas J., Problems in 
Ref. Service; Case Studies in 
Method and Policy, rev. of, 
41-42 

Gardner, Charles A., appt. & 
port., s142-43 

Gardner, John, “An inexpensive 
information retrieval system 
using coordination of terms 


bs edge-notched cards,” 464- 


Gielsness, Rudolph, rev., 490-91 

Glasby, Dorothy Joens, “New 
periodicals,” 134-41; 398-406 

Gleazer, Edmund J., “The stake 
of YA junior coll. in its 1,” 
263-66, 317 

Gosnell, Charles F., “The Higher 
Education Act of 1965: from 
the point of view of 1. ad- 
345-47 


USOE, s112-13 
Grazier, Robert T., rev., 237-38 


H 


ions, Warren J., appt. & port., 

Hagler, Ronald, rev., 488-89 

Handbuch der Bibliothekswissen- 
schaft. Registerband, Bellmann, 

.. rev. of, 233 

Harrison, J. Clement, rev., 407 

Harvey, John F., “L. school in- 
structor evaluation,” 470-77; 
of the junior coll. 


-32 
Hatch, Oria Walker, Lyceum to 
L.: a Chapter in the Cultural 
History of Houston, rev. of, 


410-11 
Hayden, Harold Walter, appt. & 


port., 
Hayes, Robert, rev., 145-46 
James W., rev., 407- 


:~ D., appt. & 


s57-5 
“The Higher “Education Act of 
965: a symposium,” 335-53; 

provisions, ad- 
ministration,” by G. Krettek, 
335-36; “The promise for ref. 
Ins.,”” by E. T. Moore, 337-40; 
“Implications for resources and 
technical services,” by H. M. 
Welch, 340-45; “From the 
point of view of |. administra- 
tion,” by C. F. Gosnell, 345- 
47; “Guidelines for the prep- 
aration of grant requests, and 
implications for education 
and ALA divisions,” by M. F. 
Tauber, 347-53 

“Higher Education Act of 1965; 
report on preliminary planning 
the dministration of Title 

“Holdings “and expenditures of 
U. S. academic Is.: an evalua- 
tive technique,” Reichard and 
Orsagh, 478-87 

Holman, William R., L. Publica- 
tions, rev. of, 409-10 

Howell, Isabel, rev., 41-42 

Humphry, James, "elected vice- 
president of ACRL, s65 


I 


“Implications of general systems 
theory for Inship and higher 
education,” Bergen, 358-8 

“An inexpensive information re- 
trieval system using coordina- 
tion of terms with edge- 
notched cards,” Balay and 
Gardner, 464-69 


J 


Jackson, Carl, appt. & port., 65- 
66 


Jain, A. K., “Sampling and short- 
period usage in the Purdue L.., 


211-18 
Jordan, Robert T., “Quantitative 


criteria for adequacy of aca- 


180 


v. 26: 


demic 1. collections” ( 
371-80), corrigenda, 72 


K 
Karolevitz, Robert F., News- 
papering in the Old West; a 
Pictorial History of Journalism 
and Printing on the Frontier, 
rev. of, 318-19 
Kaser, David, rev., 318-19 
Kebabian, Paul B., ““The distance 
to a star: subject measurement 
of the L. of Congress and 
Univ. of Florida collections,” 
267-70; appt. & port., s118-19 
Kent, Allen, ed., L. Planning for 
Automation, rev. of, 237-38 
ee! Roy L., appt. & port., 
41-42 


Kilgour, Frederick G., “Symbol- 
manipulative programing for 
bibliographic data processing 
on small computers,” 95-98 

Kneebone, Theodore Kamsay, 
appt. & port., s74-75 

Kraus, Joe W., appt. & port., 
sl4l 

Krettek, Germaine, “The Higher 
Education Act of 1965: back- 
ground, provisions, adminis- 
tration,” 335-36 

Kritzer, Hyman W., appt. & 
port., s185 

Krummel, Donald W., rev., 143- 
44 


Kyle, Barbara, ed., Focus on In- 
formation and Communication, 
rev. of, 144-45 


L 
LaBudde, Kenneth J., rev., 236- 


37 

Lancaster, R. W., “Evaluation of 
systems by comparison testing,” 
219-21 

Lane, Gorham, “Assessing the 
undergraduates’ use of the 
univ. L,”” 277-82 

Leimkuhler, Ferdinand F., “‘Sys- 
tems analysis ir univ. Is., ” 13- 


18 
The Librarian and the Machine: 
Observations on the Applica- 
tions of Machines in Adminis- 
tration of Coll. and Univ. Ls., 
Wasserman, rev. of, 488 
Librarians, 99-102; 108-19; 175- 
84; 194-200, 239: 207-10, 
232; 225-26, 238-39 
“Librarianship in Iran,” Deale, 
461- 
Library collections, 123-29, 141; 
-70; 291-303, 317; 450- 
“Library enriches precoll. experi- 
ences for students,” Smith, 
393-94 
Library finances, 335-53; 478-87 
Library Planning for Automation, 
Kent, ed., rev. of, 237-38 
Library Publications, Holman, 
rev. of, 409-10 
Library school instructor evalu- 
Donaldson and Harvey, 
47 ~7 7 
“Library systems analyst—a job 
description,” Minder, 271-76 
“Library technicians at Drexel,” 
Forsyth and Parr, 120-22 
“The Lilly Fellowshi Program 
at Indiana Univ., Byrd, 287- 


Littleton, Isaac T., rev., 43 
wy, George, A  Searcher’s 
Manual, rev. of, 142-43 

Luesing, Lois L., “Church his- 
torical collections in liberal 
arts colls.,”” 291-303, 317 

Lyceum to L.: a Chapter in the 
Cultural History of Houston, 
Hatch, rev. of, 410-11 


|_| 
| 
|_| 


M 
McAnally, Arthur, rev., 40-41 
McGaw, Howard F., comp., 


“Academic Is. using the LC 
classification system,” 31-36 
— Philip J., appt. & port., 


Marshall, John David, rev., 489- 
90 


“A mechanized circulation sys- 
tem,” Pizer, 5-12 

Metcalf, Keyes D., Planning 
Academic and Research L. 
Buildings, rev. of, 233-34 

Metcalfe, —, Alphabetical Sub- 
ject Indication of Information, 
rev. of, 234-36 


Midwest Academic Lns. Con- 
ference, llth, 1966, report, 
s69-70 

Minder, Thomas, “L. systems 


job description,” 


Moore, Everett T., “The Higher 
Education Act of 1965: the 
promise for ref. Ins.,” 337-40 

— Walter D., appt. & port., 
sf 


analyst—a 


N 


72; sll; s36; s76; 


“New dimensions of management 
theory,”” Oh, 431-38 

“New periodicals,” Glasby, 134- 
41; 398-406 

“News from the field,” 59-62; 
s4-6; s32-34; s55-56; s71-74; 
s87-90; s114-15, 117; s137- 
40; 3154-56; 5186-87 

Newspapering in the Old West; 
a Pictorial History of Journal- 
ism and Printing on the Fron- 
Karolevitz, rev. of, 318- 


“Polish books in 
the Farmington 


Nitecki, Andre, 
America and 
Plan.” 439-49 

North Carolina. Governor’s Com- 
mission on L. Resources, Re- 
sources of North Carolina Ls., 
Robert B. Downs, ed., rev. of, 


43 
“Not too academic,” 
37-39, 55 


Oh, Tai Keun, “New dimensions 
4 management theory,” 431- 


“Sampling univ. |. col- 
lections,” 450-54 

Ontario Ls., a _  Province-wide 
Survey and Plan, 1965, Fran- 
cis R. St. John Library Con- 
sultants, rev. of, 488-89 

“ ‘Optimum size’ and the large 
science research 1.,”” Shipman, 
354-57, 392 

Orsagh, Thomas J., “Holdings 
and expenditures of U. S. aca- 
demic an evaluative tech- 
nique,” 478-87 

“ ‘Overtime’ and the academic 
In.,” Doerrer, 194-200, 239 


P 


Parnassus on Main Street: a His- 
tory of the Detroit Public L., 
Woodford, rev. of, 318 

Parr, Mary Y., “L. technicians at 
Drexel,” 120-22; “Some char- 
acteristics =Successful alum- 
ni,” 225-2 38-39 

The Past Likely Future of 
58 Research Ls., 1951-1980: 


Dawson, 


a Statistical Study of Growth 
and Change, Dunn, Seibert 
as Scheuneman, rev. of, 319- 


Pesndicals, new titles, 134-41; 

398-406 
Perreault, Jean M., “What is 
status’?”” 207-10, 


‘academic 
232 


Personnel, 63-72; s7-11; s35-37; 
857-58; s74-76; 391-94; s118- 
19; s141-45; 157-62 

Personnel, non rofessional, 37- 
39, 55; 120-22 
Philosorihy journals as current 
book selection guides,” Cope- 
land, 455-60 

Photocopying, 389-92 

Pizer, Irwin H., “A ,mechanized 
circulation system,” 5-12 

Planning Academic and | 
L. -_— Metcalf, rev. of, 
223 
“Polish books in America and the 
Farmington Plan,” Nitecki, 
439-49 

Poole, Frazer G., rev., 233-34 

Poole, Hefbert, ““Teletypewriters 
in Is.: a state of the art re- 
port,” 283-86, 290 

Problems in Ref. Service; Case 
Studies in Method and Policy, 
Galvin, rev. of, 41-42 

The Public L. and the City, 
Conant, ed., rev. of, 407-08 


“Quantitative criteria for ade- 
uacy of academic 1. collec- 


tions,” Clapp and (v. 
26: 371-80), corrigenda, 7 


R 
Rare Archer, 
ed., rev. 42 
“Recent federal legislation for 


academic ls.,”" 5169, s173 

Redmond, Donald A., appt. & 

port., s7 

books,” Sheehy, 44- 
51; 304-17 

Reference services, 130-33, 152 

Reichard, Edwin W., “Holdings 
and expenditures of U. S. aca- 
demic | s.: an evaluative tech- 
photocor ‘ 

“Repeat phot ying of journa 
articles,” Clarke and Clarke, 
389-92 

Resources of North Carolina Ls., 
North arolina| Governor's 
Commission on 

Retirements, 72; S11: s36; s76; 
s94; s162 

Richmond, Phyllis A., “Systems 
evaluation by comparison test- 
ing,” 23-30, 36 

Roberts, Matt, 
movin a 
103-08, 119 
“The role of the junior coll. 1,” 
Harvey, 227-32 

The Role of the L. in Improving 
Education in the South, Brooks, 
ed., rev. of, 489-90 

Rouse, Roscoe, rev., 410-11 


“Some ideas on 
collection,” 


St. John, Francis R., aay 
Consultants, Ontario Ls., 


Province-wide Survey and Plan. 

1965, rev. of, 488-89 
“Sampling and short-period usage 

. the Purdue L. Jain, 211- 


181 


“Sampling univ. |. collections,” 
O'Neill, 450-54 

Scheuneman Janice A., The Past 
and Likely Future of 58 Re- 
search Ls., 1951-1980: a Sta- 
tistical Study of Growth and 
Change, rev. of, 319-20 

A Searcher’s Manual, Lowy, rev. 
of, 142-43 

Seibert, W. F., The Past and 
Likely Future of 58 Research 
Ls., 1951-1980: a Statistical 
Study of Growth and Change, 
rev. of, 319-20 

Servies, James Albert, appt. & 


port., s58 
Shaffer, Ellen, rev., 42 
Sheehy, Eugene P., “Selected 
ref. books,” 414-5 1; 304-17 
Shera, Jesse H., a 144-45 
Shipman, Joseph C “Optimum 
size’ the large re- 


search 1.,” 354-57, 

Simonson, "Rev. James we appt. 
& port., 

Sizemore, Christian, appt. & 
port., sol -92 

Slamecka, Viadimir, ed., The 


Coming Age of Information 
Technology, rev. of, 234-36 
Smith, Jessie Carney, “L. en- 
riches precoll. experiences for 

students,” 393-94 
“Some characteristics of success- 
‘ful alumni,” Parr and Filder- 
‘man, 225-36, 238-39 
“Some ideas on moving a book 
— Roberts, 103-08, 


“Soviet centralized bibliography,” 
Vladimirov, 185-90 

Special Ls.: a Guide for Manage- 
ment, Strable, ed., rev. of, 410 

Srivastava, Anand Prakash, The- 
ory of Knowledge  Classifica- 
tion in Ls., rev. of, 142 

see of the junior coll. 

” Gleazer, 263-66, 317 
“Statenient of service to |. users,’ 


Statistics, 1965/66, s101-03 
“Statistics and standards for coll. 
and univ. ls.,” Chicorel, 19- 


22, 51 

Stokes, Katharine, “Choose mem- 
bership in ACRL,”’ s173-74 

Stokes, Bibliographical Con- 
trol a Service, rev. of, 407 

Strable, Edward G., ed., Special 
Ls.: a Guide for ‘Management, 
rev. of, 410 
“Subject 
Byrd, -9. 

The in Ameri- 
can Higher Education, Cohen, 
ed., rev. of, 408-09 

A Survey of the Univ. of Dethi 
L., White, rev. of, 91 

“Symbol-mani lative 
ing for ibliographic data 
processing on small com- 
puters,” Kilgour, 95-98 

analysis in univ. ls., 

imkuhler, 13-18 

“Systems evaluation by com = 

= testing,”” Richmond, 23- 


in a univ. 1.,” 


” 


T 


Robert L., 

bey Norman E., appt. & port., 
s 

Tauber, Maurice F., “The High- 
er Education Act of 1965: 
guidelines for the preparation 
of grant requests, and implica- 
tions for 1. education and ALA 
divisions,” 347-53; rev., 320 

“Teletypewriters in Is.: a state 
of the art report,” Poole, 283- 
86, 290 


rev., 319- 


‘ 
Q 
| 
as 
| 
4 


“*Tenure’ for Ins. in academic 
institutions,” Weber, 99-102 

Theory of Knowledge Classifica- 
oe in Ls., Srivastava, rev. of, 
4 


Tompkins, Marjorie M., “Classi- 
fication evaluation of profes- 
sional In. positions in the Univ. 
of Michigan L.,”” 175-84 

Tou, Julius T., ed., Computer & 
Information Sciences, rev. of, 
145-46 


Vv 


Viadimirov, Lev, “Soviet 
tralized bibliography, 185-90 


Waldron, Rodney K., appt. & 
66-68 


port. 

Wasserman, Paul, The Ln. and 
the Machine: Observations on 
the Applications of Machines 
in Administration of Coll. and 
Univ. Ls., rev. of, 488 

Watkins, David Roy, appt. & 
port., s142 

Weber, David C., “ ‘Tenure’ for 
Ins. in academic institutions,” 
99-102 

Webster, Donald F., appt. & 
port., s157-58 

Welch, Helen M., “The Higher 
Education Act of 1965: im- 
plications for resources and 
technical services,” 340-45 


“What is ‘academic status’?’” 
Perreault, 207- 10, 232 
Wheeler, Helen R., The Com- 
Action, rev. of, 236- 
coll. 1. 1965, 398-97 
White, Carl M., A Survey of the 
Delhi L., rev. of, 


490- 
Wilcox, Richard H., Computer & 
Information Sciences, rev. of, 


145-46 
Williams, Robert L., The Ad- 
ministration of Academic Af- 
in Education, rev. 
Woedlora. rank B., Parnassus 
on Main Street: a History o 
the. Detroit Public L., rev. of, 


“The writing habits of Ins.,”’ 
Bloomfield, 109-19 


; 
Thompson, Lawrence S., rev., 
233 
‘Thespe, James, appt. & port., 
sl19 
| 


